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Components of film originally examined: 

Feature: Untitled 

Trailers: Nil 

Excision/Alteration: No. 


Running time: 

48.14 

Running time: 


Total Running time: 

48.14 


Reasons(s) for Excision: 

Not Applicable. 


Classification Decision: 

Objectionable. 
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Display conditions: 

Not Applicable. 


Descriptive Note: 

Not Applicable. 


Direction to issue a label has not been given. 


SUMMARY OF THE REASONS FOR DECISION: 

This video recording consists of six scenes depicting females receiving enemas. In 
four of the six scenes enemas are administered for the enforcement of discipline, by 
characters who exploit trust or unequal status in professional, social or personal 
relationships. This is presented as legitimate by the publication. It includes a scene 
where an enema being administered in a hospital context is sexualised by the activities 
of the characters and the manner of presentation. In two scenes females 
characterised as young persons are given enemas by adults as punishment. The 
publication promotes and supports the exploitation of young females for sexual 
purposes, and the use of force and coercion to compel females to participate in, and 
submit to, sexual conduct, which deems the publication objectionable. The video 
recording is therefore classified as: 

Objectionable. 
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